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The following are*decimeter linos which are known to be in operation in East 

Germany o 

lo A decimeter line on the 2 s : centimeter wave from Berlin to Dresden® It 

has been in operation for about 18 months* The line is for telephony onlyo 
It starts at the Ferna mt (Main Exchange) in Dottistrasse, East Berlin, 
and goes from there by wire to a station on the Mueggelturn, on the Mueggel 
see* Relay stations are located in Stuelpe* Kronsdorf, Oschatz and 
Borgsdcrfo The terminal is in Dresden-Hellerauo 

bo A decimeter line on an unknown wave length for the exclusive use of the 
V olksarmee goes from Oranienburg to Hauen® 

* A television decimeter line runs from Berlin to Leipzig*, 1/ 


25X1 A 


■/ 


Comment a This line, whinfc uses some of the relay stations mentioned 


under para- 1 
mentioned in 


above „ 


is undoubtedly identical with the lin* 
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